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TAGS: WHO 

SUBJECT: DR. MAHLER'S LEADERSHIP OF WHO 

REPEATED RUMORS THAT THE US IS NO LONGER SATISFIED WITH THE 
STEWARDSHIP OF DR. MAHLER AT WHO KEEP FILTERING BACK TO 
WASHINGTON. DR. EHRLICH OF HEW/OIH HAS SPOKEN PRIVATELY BY 
PHONE WITH DR. MAHLER TO ASSURE HIM THAT THESE ALLEGATIONS 
DO NOT ORIGINATE WITH US. DR. MAHLER STATED THAT HE KNEW 
THIS BECAUSE THE US WOULD NOT HESITATE TO TELL HIM DIRECTLY 
OF ANY CONCERNS WE MIGHT HAVE. KISSINGER 
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